#1010  —  St.  Mary's  Cathedral,  Ogdensburg,  N.  Y. 
Built  of  Indiana  Limestone  in  1952  at  a  cost  of 
$1,750,000,  it  has  a  seating  capacity  of  980.  The 
celebrated  stained-glass  windows  depict  history  of 
the  Church  in  the  United  States.  Designed  by  Mag- 
innis  &  Walsh  of  Boston. 
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